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BILL NO. S-83-05-/J^ 


SPECIAL ORDINANCE NO. 


s- //J-tZ 


AN ORDINANCE approving Civil City- 
Purchase Order #A-26255 by the City 
of Fort Wayne by and through its 
Department of Purchasing with In¬ 
diana Fire Prevention Company for the 
Fire Department. 


WHEREAS, according to national and local Fire Depart¬ 
ment statutes, senior citizens suffer, as a group, from fires 
and fire related matters more than any other group, excepting 
small children; and 

WHEREAS, senior citizens, as a group, are very vulner¬ 
able to fire caused and/or related deaths in that many senior 
citizens live in older homes and/or have physical limitations 
limiting the ability to escape from homes; and 

WHEREAS, the City, following the examples established 
by many other communities around this country, recognizes the 
need to develop programs to combat such problems; and 

WHEREAS, the City is willing to make available to senior 
citizens smoke detectors at a nominal charge; and 

WHEREAS, the purchase of the smoke detectors, as here¬ 
in indicated, would allow for the purchase of smoke detectors 
by senior citizens of this community at a nominal and affordable 
cost. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Civil City Purchase Order #A-26255, 
between the City of Fort Wayne, by and through the Civil City 
Purchasing Agent, and the Department of Purchasing and the In¬ 
diana Fire Prevention Company for the Fire Department, respect¬ 
fully, for: 
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Page Two 


approving the awarding of the bid with 
respect to the purchase of Four Thousand 
Five Hundred (4,500) smoke detectors for 
the Fire Department of the City of Fort 
Wayne, Indiana; 


involving an approximate total cost of Thirty-Five Thousand Two 
Hundred Eighty and No/100 Dollars ($35,280.00), all as more par¬ 
ticularly set forth in said Purchase Order, which is on file in 
the Office of the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in all 
things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage, and any and all necessary 
approval by the Mayor. 


APPROVED AS TO FORM 
AND LEGALITY 









full and on motion b y ^ 

t and dul^^adopted, read secondtinie 
ittee \ m +~ 


City 


Read the fis; 

seconded by Z^> ^ -,— -, 

by title and referred to the Committee X _(ajid the 

Commission for recomm endation) an d Public Hearing to be held arte 1 " 
due legal notice,a-t-"the"Uouncil Chambers, City-County Building, - Fort '-Jayne, 

Indiana, on-the___day 0 \ 

o 1 clQck / / .M.,E.S.T. 


DATE: ^£--<2 4-^3- 


"2 


CITY/CLERK 


Read 

seconded by 
passage. PASSED 


the thir^^imm in full and on motion by 

>y ^- •'"'a— _, and duly 

(“96©ST) by the following vote: 
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DATE: 
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ABSTAINED 
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• - CITY O&ERK 

Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (20NING~MAPi-(G ENERAL) - (ANNEXAT T O N ) (SPECIAL) 

«*d-~ZA'ZA 


CAP PRQPRIAT ION) 


on the 



[#IG OFFICER ^ 


CITY £LERK PRESIDI^ 

Presented by me to the Mayor^f the City of Fort Wayne, Indiana', on' 
_day of 


/<5 


zzZA 


z ., at the hour of 



Approved and signed by me this 
15 1jj>3 , at the hour of_ A. _o'clock 


' A LA day of_ 
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-!s_ 


WIN MOSES, 'JR 


•M.,E.S.T. 
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cn^°ummES and * DEPARTMENT OF PURCHASES 

CIVIL CITY OF NUMBER ONE EAST MAIN STREET, ROOM 940 

FORT WAYNE 1980 • . FORT WAYNE, IN 46802 

MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC., TO: 

I FIRE DEPARTMENT 730 

ONE MAIN ST RM 350 
FORT WAYNE IN 46802 


L 

r T , 


NDIANA FIRE PREVENTION 
118 STRATHMORE STREET 


L 


FIRE DEPARTMENT 
■?ONE MAIN ST * 7^ ROOM 350 
FORT WAYNEI - IN 46802 
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CITY OF FORT WAYNE, INDIANA 

REQUEST FOR BIDS 

SMOKE DETECTORS 


The City of Fort Wayne, Indiana, is requesting the sub¬ 
mitting of bids for the aquisition of approximately 4,500 
Smoke Detectors. 

Delivery time will be an important item for evaluation. 
It is important to the City of Fort Wayne to have as quick a 
delivery as possible. 

A questionnaire is attached, it is required that each 
bidder complete this questionnaire form. Any Vendor not com¬ 
pleting this form may be disqualified. 

The following are the minimum specifications that each 
Smoke Detector must meet. 


SPECIFICATIONS 

1. Battery Power - 9 volt (low cost), included. 

2. Dual Ionization Chambers. 

3. Low Battery Indicator - a device that sounds to indicate 
a weak battery. 

4. Test Button - conveniently located on the Detector for 
frequent testing. 

5. Installation - the unit must be easy to install, and 
must be able to be installed with a minimum of time and 
mess. Double-face tape is preferred. 

6. U.L. Approved 

7. Minimum of 85 Decibel Horn. 

8. Solid State Circuitry. 

9. Warranty - Minimum one (1) year. 






b~ — ■ CITY OF FOBT WAYNE 

.DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind.- 46802 
INVITATION 

»nR.'-»t to tN. ooeditloo* oo ti* rmn* i,rW, «_-» njiwM ca ti. foUowia* Urt oi 
KjpUo, wtdsBMt or wr!o«, for tR. •U^rsooat u g^a^twi. d.llwr to d«tlru«tk^ 

M ibam 't^io^r. Ooot.t'oB. Pud I !o;lod. xU Putrrr. fa- d.li-r^r. r-j . Aotlrs*. /our roly « 


•Page—1— 
I Ref. N»_ 1072 


•Midi »11 vad 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


Date January 31. 1Q83 
Date wanted ..2/28/83 


ESQUIRED FOR DELIVERY TO: 
Department 

or Division_ Fire Department 


Room 350 - City-County Building 
One Main Street. Fort Wavne. IN 4680? 


Fond 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing • 

Time of Bida__ Monday. February 28. 1983 at 11 a.m., _ - 



J 


Aii z.. svba-vu^ 

aw KT l/ . V/t-.f ,T\ t 
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BID COSTS 


Estimated Quantity - 4,500: Cost per Unit: $ ~7. P 4 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 

Make: FygMimrs _ Model; 

1. Yes Q-S -pefc f;pe?r _____ 

2. Ves u “ 11 ____ 

3. Ves " ' »« ____ 

4. Ves vt u 11 ____ 

5. Ves " » ___ 

6. Yes “ *' 11 ___ 

7. Yes _ 

8. Ves 11 11 n _____ 

9. Ves __ 

Delivery (in days): &Q 7)AVS AM> __ 

F.O.B., ST~j M A~r> cw\/ ___ 

Mat 3 Q. UB V S 


Terms: 































>»— CITY 0? FORT WAYNS 

• DEPAHTMEHT OP PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Ktoi-Mi to to. ooodltlwim oo to* mw. )nnot. mo. «qu«tod ea to* foltowfa* Ibt <A 
rtotort alm. «K3pil»*. or vcrriaM, tar to. irs»r=ooaX u amton<l. -»ito d.lii-rrr to d^ttomdon 

» tixm Quotation. tomit latlod. mU tomr?*. tar irU-rtry. p^cidnT. r-a. AadrmM jour r*aiy u 


Page— 1 — 

|Ref. Nfc. 1Q .Z2... 


. of . 6 . : _ 


•Kail mil rroliM mad 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 
Department 

or ThVigjn rr Fire Department 


Date January 31. 1Q83 

Date wanted .2/28/83 


Fund 

Appropriation No. _ 


Room 350 - City-County Building 
Address_ One Main Street. Fort Wavne. IN 4680? _ 

RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing • 

Time of Bida_—Monday. February,2.8.19.83 at IT, a.m. _ • _ - ___ 

tjo cs3« tee err 13 xxmc*r rzost yxDXHAi. nan ahd ihdiaha state sauj tax. thb errrs ihdiaha satxs tax ExxsoTio’f 
. CX2tr7ICAXXiiUH333 13 HO. UHH. P2ICS3 SHOCXD HOT DiCXOTE THESE TAXES. 3 m “InttrtMtiMj to Bidirrm" Ho. JO am n r mt hmot tor 

TAX EXEMPT (Unless otherwise indicated) 


^,500 .- 
r or -) 


Smoke Detectors 


Mb 


40,1-7- 


r/** 


AFFIRMATIVE ACTION: 
ON FILE: X 


Jcnl required □ 


. Perfomaac* Bond 


**• ltwa Ho. It 00 rarer*. lid. W 

- iaACni —% cash discount if paid within i£2—days from delivery and acceptance of goods or completion of s 


PROPOSAL OP. BID 


scipUiaM »ito to. mSera tortomtiaa far bldm'mad ntoWt to mil ocmdittonm ti 
1 rfmto cd ilclar. to f=rnito max c* m Uroi to. it*=* or n=-i*r luto MrrtoM s 


r -‘~7 of any or all of the items or completion of services Indicated shall be made within_day 3 from receipt of order'*^1 
IMPORTANT g?" =** ‘ SMidia* f~to* | a to. »~mrf cf 13 oriM. h U tacortoat torn! 

.. - ., . . .0-7 turaito to* iitorammUca mbon. 
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Estimated Quantity - 4,500: Cost per Unit: $ 


4 * 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


Make: *10^ — "Tfe-yC _ Model: ^oo 

1._ A«s SPic, _ 





6 ._ 
7. 


-/VS 


s,C 


T 


Delivery (in days) : 60<gg-iX<^ 

F.O.B.:_ \fQcrVL. - 








Terms: 






















!?«*>-*> uui ur ruiu 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Cao ti t W rohj^ei to tN» ©ondltJonr oo tSi rmm b#r wot, ar» rwjo^Ud co th* follo-whi* list of 
CQ>’1«, oqaipo>*«»t or x u -r i o — , for th* depcrtnvrot u »»otioo*d, "Mth d+Hiwry to d+«tin**ioo 
M sixnrrt V»io«r. Q~xvUticn» ah*ll iaclod* >11 chju-r— for f»l|Ttry, >>ok*ag. «^g . Aodraoo your rrpiy m 


•yc»ll *il r»*>H** xo4 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 
Department 

or Thwtfn n Fire Department 


Room 350 - City-County Building 
One Main Street. Fort Wayne, IN 46802 


Page— 1 — 
Ref. No.. 1 Q.Z?— 


Date January 31. 1983 

Date wanted ._2Z2.8Z.83- 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Bids__ Monday. .Fte.br.M3Ey ...28 »,Ji283, ■at.J.t. a.m.--:__ 


TAX EXEMPT (Unlesa otherwise indicated) 


XtiuU. S.PS.UM. Z4«U»- 


,500 * 
or -) 


Smoke. Detectors #79P BEK . 


•7.95 


35,775.0i 


. 2 °/o 10th Prox; NET 30 , 

Delivery 5 -days after receipt .of order at AurQra, I1L. 


AFFIRMATIVE ACTION: 
ON FILE: X 


Hid Bo=d rtqtdn-i Q 

% cash dis< 


5% 


s or completion of services. 


PROPOSAL OR BID 


Is eompllacs*-# with tbo tixw* tavt txrioo to r bU»~*a4 to *1\ cc adl t lc ne iberocf, the us<i*rxlr3»d oCmrt i rm, if* this hH b* wftMa % 

th=>* froe ajUAr^ qf elects r, to fcraUh ia; « «c£"ci lb# lUcxs or r*o4«r mob **rrio*s u^ca which prlo*s *?» qoowi, la sooortUooo with the rp*dAc*tiOft* Appiyio# ^ *4 the 

Delivery of any or 2 II of the items or completion of services indicated shall be made within__day 3 from receipt of ordar’t 

IMPORTANT TO?" {* J ,*“ r *r r rtL*? * fc» 0 * »»»rf <rf » orw. n u ta»ort^>» u««, 

rtr.t.... ,*_taraUi ii» lartra.ticji npmi «ix^. 

SUra 2ir»l 

Cj^ntral^Suoulv Company. Inc'. 


-±n 


/^•aMet 




Elec. Mgr. 


L 


J 


701 E. Wallace Street 


Ft. Wayne, Ind. 


2/23/3, 







































Page A of 6 


BID COSTS 


Estimated Quantity - 4,500: Cost per Unit: $ 7.95 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


Make: BRK Electronics _ Model: § 79 ? 

1 . YES _ 

2 . YES ___ 

3 . YSS_ . 


5 . TWO SCREW MOUNTING WITH KEIHQLD MOUNTING SLOT 

6. YES _ 

7 . YES 


YES 


om YEAR LIMITED WARRANTY: UNIT WILL En, REPAIRED Oft REPLACED 
-..IF DEFECTIVE IN MATERIAL OR WORKMANSH IP WITH in ONE YEAR OF 
DATE OF PURCriASE.(EXCEPT BATTERIES) ~ 


Delivery (in days): FIVE DAYS AFTER RECEIPT OF ORDER 

F.O.B. : AURORA, ILL. FREIGHT PREPAID & ALLOWED 

Terms: 2 7q 10th Prox. NET 30 _ 
































from the leader in homealarms! 


BRK’s new 79R is the first smoke detector UL 
listed for use with a carbon zinc battery. It 
has an improved dual chamber ionization sen¬ 
sor, a new solid-state electronic horn and a 
flashing LED to indicate that the battery is 
powering the detector. It also has a battery 
monitoring circuit which monitors both volt¬ 
age and internal impedance! 

Firsts have been a habit with BRK since 1969 when 
we produced the first battery-operated smoke de¬ 
tector to receive UL listing. In 1976 we became the 
first to protect over a million families, and by 1978 
we were first to sell over 10 million smoke alarms! 
Now we're first again—with a technically superior 
detector that meets UL’s new 7% smoldering smoke 
test and can be powered by a low cost, easily re¬ 
placeable 9 volt carbon zinc battery. 

The 79R’s new ionization sensor was developed after 
two years of detailed research at BRK. It combines 
dual chamber design for performance stability dur¬ 
ing periods of changing humidity and atmospheric 
pressure with a more open design assuring good 
smoke entry characteristics. Detector sensitivity is 
pre-set and does not have to be calibrated in the 
field. The 79R also features an improved battery 
monitoring circuit. Not only will the monitoring cir¬ 
cuit trigger a trouble beep when battery voltage is 


low, it will also sound a trouble signal when the bat¬ 
tery's internal impedance reaches unacceptable 
levels. Tests have shown that batteries with exces¬ 
sive impedance will not function properly. 

There is extra reassurance built into the 79R, too. 
Its full function test switch is complemented by a 
blinking LED which flashes approximately once per 
minute to indicate the battery is supplying power to 
the detector. Its highly reliable 85 dB electronic horn 
has a penetrating high frequency sound, and there's 
a special horn start-up capacitor circuit to help as¬ 
sure. reliable operation. 

Quite clearly. BRK’s seventh generation ionization 
detector is in a class by itself! 


ELECTRONICS 


First in Fire Warning ® 



GENERAL DESCRIPTION - 

Ip 1969 BRK introduced the first battery powered ionization detector to be 
listed by Underwriters Laboratories. In the years since, BRK has continued 
to improve upon its detectors and has developed a worldwide reputation 
for performance and excellence. 

We have now developed the 79R, a single-station ionization smoke detec¬ 
tor, which is the first to be UL listed for use with a 9 volt carbon zinc 
battery, as well as the alkaline type of battery. 

The 79R features a dual chamber, single-source ionization sensing mecha¬ 
nism. The dual chamber is highly sensitive and can detect visible and 
invisible products of combustion. It allows for non-electronic compensa¬ 
tion for pressure and humidity changes and offers exceptional detection 
stability. The sensitivity of the 79R is pre-set and is maintained through 
the life of the battery, even to the point at which the trouble signal begins, 
even to the point at which the trouble signal begins. 

Weekly testing of the 79R is easy because it has a unique test switch that 
electronically stimulates the sensing chamber, creates the effect of 
smoke, and thereby causes an alarm. This switch tests the sensitivity, 
circuitry, alarm horn and other detector functions. The 79R also has a 
special horn start-up capacitor circuit that helps assure reliable operation. 
The 9 volt battery supplied with each detector is easily replaced at low cost 
and should last at least one year under normal use. Battery operation is 
supervised. When voltage drops to a pre-set warning level, the 79R’s horn 
will give a short BEEP, indicating that it is time to insert a new battery. The 
warning BEEPS occur every minute or so. The detector will sound a 
warning if a "bad” battery (one with corroded contacts, or too much 
internal impedance to permit adequate current flow) is put in. 

Another built-in feature of the 79R is a light-emitting diode (LED) that 
flashes at least once a minute to indicate that the battery is in place and 
the detector is receiving power. 

The 79R is designed for surface mounting. Screws and mounting anchors 
are supplied. Ideally the detector should be located on the ceiling as close 
to the center of the room or hallway as possible. If ceiling location is 
impractical, wall mounting may be used except where a local code pro¬ 
hibits it. Wall mounted detectors should be located at least 3 feet from any 
corner and 4” - 6” from the top of the ceiling. 


MODEL 79R 


©LISTED 


FEATURES 

» Powered by a 9V carbon zinc battery 
built to last at least one year and so 
inexpensive that it can reduce battery 
replacement costs year after year. 

’ Flashing LED (light-emitting diode) pro¬ 
vides constant reassurance that battery 
is properly connected and detector is 
receiving power. 

1 Dual chamber, one microcurie single¬ 
source ionization sensing mechanism. 

1 85 decibel solid'state-electronic alarm 
horn. 

Can give early warning of slowi smol¬ 
dering fires and precious extra seconds » t 
to escape fast-developing.flaming, fires. - 
Built-in*. test.switctr/'Checks sensitivity-- j 
and proper operation, 

Trouble signal BEEPSrfor up to 30 days 
when battery is low and needs replacing. Sjs 
Also BEEPS when a "bad” battery (one * 
with ■ corroded contacts, or too much , 


internal impedancey.is inserted. • 




Special horn, start-up. capacitor circuit 
helps assure reliable operation. J , 
Non-electronically compensates for 
pressure and humidity changes. 

Pre-set sensitivity.. .maintained through 
life of battery. 

UL listed to Standard 217. .meets new 
7% smoldering smoke test. v 

Self-resetting after smoke has cleared 
detection chamber. , . 

Easy to install, clean and maintain. 





. 9 volt battery 

* Not included on Model 79P. 

Manufactured by: 


SPECIFICATIONS — Model 79R 

Sensitivity:... ... . :... 

.... Meets requirements of UL Standard 217^ ; 

Detection .. . 

. .. „ Dual ionization chamber. 

Source ... ..v,:: 

... Not more than 1 Microcurie of AM-241. 

Alarm Duration .. , 

.... 15 hours continuous with a fresh battery, . 

. five hours with a battery that just starts 
giving a low battery indication 

Test Switch. 

• Electronically stimulates chamber to 

simulate smoke. - 

Alarm Circuit.. .... .. 

.. 100% solid state. ; T T ' 

Battery^ . '. . .. 

.: Supplied with 9V carbon zinc battery 

Balfpry L ifp-" 




Low Battery Indicator 

t. . . 30 days minimum. 

Alarm Horn: 

- Solid State Electronic. T, V' „ ' ' ' 


85 decibels at 10 feet . ’ - - 

» IndicaJto&Lampfc,;-- •- 

— Solid-State. LED .(light-emitting diode) .\'.C 
flashes at least once a.minute to indicate v.» 
‘unit is receiving power.- ' ....... ... _ ,, 

Weight. 

Soz 

Temperature Flange. . 

40* to 100* F. 

Humidity Range -L 

..... "10% to 85% relative Traroidftyr . : : -. 


BRK ELECTRONICS 

A DIVISION OF PITTWAY CORPORATION 
780 McClure Road, Aurora, Illinois 60504 


1 ENTRAL SUPPLY COMPANY, INC. 

FORT WAYNE, INDIANA 4S80l" 

701 EAST WALLACE STREET • P. O. SOX 1197 
























CITY OF FOKT 

. DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, I nd-. 46802 
INVITATION 

tPah^ci to tb« oooditSoe* co rrr%r»# ^irW, »,*» r*cjo*«i»d » th* followhr* lb* of 
#qcipn»*e* o* »«rrio**, far tdi* d*‘p*rt=*«rt u d«Hy*rr to d*«ti:a»tIoa 

M tbcrwn Coo^>tIon» Osjqi facfocU xQ c^att— for ^Hrtry. >^d3t. Aodrr** your xi 


•3*jOX mil rrpb^ *ad 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 


Room 940, Number One Main St., Ft. Wayne, Ind. 46802 

AS<hwM_*___ 

REQUIRED FOR DELIVERY TO: - 

Department „. 

or r>,vi<»V m Fire Department 


Page—J— 

Ref. No. TO Z? _ 


Date January 31 . 1Q83 
Date wanted , —_ 


Room 350 - City-County Building 
Address_ One Main Street. Fort Wayne, IN 46802 


Appropriation No. - 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing • 

Time of • Mon day February 28^1-983 at IT a.m,....---------— 

T-CG3. TH2 crrr 13 nstfT raoM rami, rrasz and Indiana stats salts tax th 3 cm Indiana sa ix* tax xxncpnqN 
CSSTITICArS NCTMBZS 13 NO. ««*. P2ICE3 saotrus NOT LXCMJDS THSSS TAISA Sm “Ia«ro.£S<*i» to Skid«*" No. 10 e» rmr— b+r*M iar Mi. 

TAX EXEMPT (Unless otherwise indicated) 


XatufeU, S«»Um, Z-* »!-»—•»« tt &»rrf«o 


,500 
or -) 


Smoke Detectors 7 q? 


<?./ & 


36J20. 


AFFIRMATIVE ACTION: 
ON FILE: 


* 


Bid Bond nsjuirwi □ 


5% 


_ Perforasonc* Bond 


% cash discount if paid within— 


No. IS oa niim lid. h«r*o L 

days from delivery and acceptance of goods or completion of services. 


n;r»w -1th th. £ 


PROPOSAL OR BID 

_ __, turttuioQ for Hi»'»od r=i,Urt to <l 11 cc nd ltic rit th. 

> oi elo.la*. to fcroiih u,.cc .H'ci th. iUcv* or MaS»r rich Mrrtow a> 

Sarto* Kt ocrpowt. «ch ltma. " ‘ 

Delivery of any or all of the items or completion of services indicated shall be made within—day3 from receipt of order** 

TVfpnTITANT Ao d«il-r%r, taa, N. a d«I<Ua* factor la th. award cf u erW, ft U fcajortoat that HSoon 

UirUItlATU faraUh th, lafort=»Bea rwjtwctwi .her*. 


r 


L 


n 










5T*QC> rX>\s-Vr yVo-Kotv 


^ at, Fortef Xw , 


*?mki 
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BID COSTS 


Estimated Quantity - 4,500: 


Cost per Unit: 


$ $t / 


QPESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


Make 
1 


> $Kt. fflasAxu. 


Model: *7*7P 


•J Ld/M, CrtMhm) 'Ak.<L &L&eJt.u fAqjcosf-r&J) <& £ use*. / 

e/lrtm-ks/rj 

6 - M±A.‘ S/tr/rydr/T* ^/V " 


7 •-&.& _ ^Sn/'d s/tfsfe, (9/o&/rnr7 Sr* 0f~/1 / 

8 -. /.to Y o kdsrf sk A pjr&jAfj. _ 

7 7 d 

9 • One ■■ L/AJA ttJ/i/rnasixfu ____ 


Delivery ( in days) i / 

F *°* B * : _ fl&J-tna/fn/iJ _ 


/ O Q/9V-S 


Terms: AJ-fJ' 


^-QcuJe. s prtce, Jksed. Otv one kwie ^tunc/iase o/ 
^s-oojej-ea/ohs 



























~^DEPAETMENT^Of’ PURCHASES “* 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION' 

■ C-»UlWi. to tN. coexUOoaa on ti-» rr»r>* !hjkI, u. c=» ti. foiled a* llal c< 

£r-atrt*.xU. bopUwi, »<l=lp=»«ai or >*rrit m, far ti. Arp»r=i^ri u BwtW. -»lti ^»!!wr to dxtisotSon 
»* Aom W>. Qootatiow. tijJt Istltx?. xll far <Mtr.Tr. t*cHnr. Aoirw. jcmt rraty u 


Aaron M. Gluck 


DEPARTMENT OF PURCHASES 


Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Department 
or Division_ 


Fire Department 


Page..,.!- .. 

, of. .6.1 

J-Rpf. No. 1072 • 


I January 31, 

L 1983. 

Date wanted -2121 


Fund 


Appropriation No. 



Room 350 - City-County Building 
Address_ One Main Street. Fort Wavne. IN 4680? _ 

RETURN ORIGINAL TO THE CUT—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 1 - 

Time of Bids!_ Monday. February 28. 1983 at IT a.m. ___ - __ 

-Arssi tee errr 13 eesogt rabst rzxtTZXL. excise and Indiana state salzs tax the errrs Indiana tax Ecnonov 

. t-ZEXX7ICAI3NUiiB23I3 NO. SWSS. ?3XCS3 SHOOXO NOT JNCWnOS THESE TAXES. 3~ “Inrtrxdou la BJodWNoTlaoTAwU £Zuivr6rUlU' 

TAX EXEMPT (Unless otherwise indicated) 


S.P.OM, Zqalaaw 


,500 - 
or -) 


Smoke Detectors BRJT Model 79P ■ 


•8.15-E 


56 ,£75 jd 1 


F.0.B, Delivered Freight Ppd.--and allowed. 


AFFIRMATIVE ACTION: 
■ ON FILE: Yes 


_ Perforainc* Bond 


>Ul Bond regeired *Q _ 

n . &r* iMtroetloa lUea No. It to rmot iJd. !w«L 

's^msE —±—% cash discount if paid within ~ ' days from delivery and acceptance of goods or completion of services. 

PROPOSAL OR BID ~~ - - 

coopiixs-e* Mth th* ibott lavf tx ri o o for hld*'*a4 to ill cc s dlZ c o* ti* uad%rdra*4 a?»n iuttm*. If - tM* b* wjthla ft v ^w^u. 

«±*£* ©i gk^L a r.^ta fcral»hxay cr kH'cf lift JUcx» or rt^Ur rich which prio«ft *r» qoowi. la *coordj^x>* with Ih* ftcrptyia# *4 Cm 

lelivery of any or all of the items or completion of services indicated shall be made withinlQ.day 3 from receipt of order" 
IMPORTANT JS?* £» rV ^ * <J ** Wi *» a u c^w, hut 

-txraiii "A* Jafora.Uea r*^rtrd >bm. / 

SUa Hwi s 


r 


* 2=^. 10th prert net 50 days. 






L_' 


J 


AAlr^. J22Q.2&L7..M?A.. 


...Fgc.t.J 


Indiana 


2-25-85 








































Page 4 of 6 


BID COSTS 


Estimated Quantity - 4,500: Cost per Unit: $ 3.15 each 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


Make:__j 3 Ej£___ Model: 79P 

1 *— YaSf—9 volt battery •irtohiiewt _ 

2 •— Yes. Dual ionization eharriba-rg _ 

3 *— Yes. low battery indi ostrrr ___ 

4. Yes. Test button __ 

5 • Yes, Key hole slots for e?sv installa-Hnn 

6. Yes. U.I. approve! __ 

7. Yes, 85 decibel horn __ 

8. Yes, Solid state circuitry __ 

9 . Yes, 1 year warranty __ 


Delivery (in days) : 5 to 10 days ( stock in Chicago ) 

F '°* B * : - Delivered freight nrenaid and .pHnwg* _ 

Terms: 2 % 10 net 50 d-r-^s ___ 




















CITY OF FORT WAYNE 

■ -DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

ooblast t> 6* eowll t lw oo tb* r»-r«r»# ox* ca faUc^rfci* list c< 

fca*£*riai2*» ttopil*** oqci-*a*a% car »arr i u » « » far tb* £rp*r?ra*at m xaoatUa©*4. daUwwTy to d+*tjzixCo 
i.t ibcrwrt Qrx>L»tlaw* i^jJI taglod# kU 


•Mail all r*ctt** a-4 


Aaron M. Gluck 


Room 940, Number One Main St. 


r (Mh’tTTr packing. 

department of purchases 
Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 
Department 

or Divisio n .Fi _r e_Department 


Page—i_ 


Data •wanted .-2Z2.8/83.. 


Room 350 - City-County Building 
Address_One Main Street, Fort Wavne. IN 4680? 

RETTURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 1 - 

Time of Bida__M fl aflan F ebruary ?8t. i933 .atJl. avm..----- 


Appropriation No. 


TAX EXEMPT (Uidees otherwise indicated) 


HmhUi, S<g»!l«. if S trr itm 


’>,500 . 
k or -) 


Smoke Detectors 


32,355 


AFFIRMATIVE ACTION: 
ON FILE: Yes 


i Bond required □ 


_ Periormonca Bond 


Sm tuusvcias lta >%x It oa tr ie r s >lit Wk>2. 

2 % cash, discount if paid within.3.0 -. . days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


livery of any or all of the items or completion of services Indicated shall ha made within—days from receipt of order 
IMPORTANT XS“ if d ,*i! r, !7 ?v ,a *• awl «* “ «v. i* u aw* waw, 

— runUd tb* ioiorsatJctt ft£wv*» 


r 


L 


1 


J 


SEARS^NTRA^T sales 


m 


BML 


Manager 


Columbus, Ohio 43227 


2/11/83 
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BID COSTS 


Estimated Quantity - 4,500: Cost per Unit: $ 7 - 19 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


. Make r_SEARS__ Model: 57361 


1 . 

Yes - 9 Volt Battery included 

2 . 

Yes 

3. 

Yes - Audio Alarm 

4. 

Yes - Test button 

5. 

Quick mount bracket included 

6 . 

Yes - U. L. approved 

7. 

Yes - 85 D B Horn 

8 . 

Yes - Solid State 

9. 

Yes - One year 


Delivery (in days): 30 Day after receipt of order. 
F.O.B.: Fire Department, Ft. Wayne, Indiana 


Terms: 


Net 30 days 
























CITY 0? FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, End. 46802 
INVITATION 

CaohtWt, tchM to th# ooodltkwa oq tb* rmru JurW, r#qo*«i*d ca th* follc*rla* list c< 
rvauygUI**, or s^rrie**. for th* u ta»atloo+<3» Mth <?< 

u tberra b» ! o^r. Qpoatl 


Page_L_ 
|Ref. No. . J| 07.2- 


•itjdl all r^shU. ul 


» .VxH IneloJ. Ul d 


Aaron M. Gluck 


| Date January 31. 1983 


DEPARTMENT OF PURCHASES | Date wanted . 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Department 
or Division_ 


Fire Department 


Room 350 - City-County Building 
One Main Street. Fort Wavne. IN 46. 


§ Fund 

| Appropriation No. 


Address _ 

RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 1 

Time of ' Monday February 28. ...1983 at 11 a.m... -_-- 


TAX EXEMPT (Unless otherwise indicated) 


Xuui^ S.jpll~. 


i,500 : 

• or -) 


Smoke. Detectors 


•$7.95 


$35,775 


AFFIRMATIVE ACTION: 
ON FILE: _ 


Bid Bond required □ 


Teyna 


J7o cash, discount if paid within— 


-days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BED 


Delivery of any or all of the items or completion of services indicated shall be made within_day 3 from receipt of crdsr*i 
IMPORTANT rt?* •** <J^T»Ty =s*y b» a 4«ldla» lector la tb. mS cf xa wiw, ft U fcajortxM dutf VWw, 

faralxb -A» laiorra.Uca r»rawti4 xbOT*. 

J- - 1 S*» H«i 

^Vanguard Fire & Supply Co.- 


L_ 


J 


. 

^36 Newaygo Rd. 

at, ^ tU.-. W .a ya a. r .~ Itt ... 4 ^ . 8 Q 8 -x**» .... 2 -/ 1 - 5 /; 
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BID COSTS 


Estimated Quantity - 4,500: Cost per Unit: $ 7»95 


QUESTIONNAIRE 


This Questionnaire must be completed for this bid, if 
this form is not completed, your bid may be disqualified. 
Please respond to the corresponding number on the Specifica¬ 
tions to the number on the Questionnaire Form. Please in¬ 
clude manufacturers literature. 


Make: .Nntifler^Emhart _ Model: 035-915 _ 

1. NineVolt Battery Operated Residential Smoke Alarm(Ionisation Type) 

2 . _ 


Delivery (in days): 21 
F.O.B.: Lincoln, Nebraska 


Terms: Net JO Days 



















S,83rQ5~16 


BILL NO. 

REPORT OF THE COMMITTEE ON FINANCE _ 

WE, YOUR COMMITTEE ON_ FINANCE _to WHOM WAS REFERRED AN 

ORDINANCE approving Ctvtl Ci ty Purchase Order iA^2625.5 by the City of Fort 
Wayne by and through its Department of Purchasing with Indiana Fire Prevention 
Company for the Fire Department 


HAVE HA‘D SAID ORDINANCE UNDER CONSIDERATION AND BEGLEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE 

IL /. p< 

MARK E. GiaQUINTA, CHAIRMAN 


JAMES S. 

STIER, VICE CHAIRMAN 

JANET G. 

BRADBURY 

SAMUEL J. 

. TALARICO 

DONALD J.. 

...SCHMIDT 





j . J tl^<L 
































DIGEST SHEET 

TITLE OF ORDINANCE Special Ordinance 
DEPARTMENT REQUESTING ORDINANCE Purchasing 
SYNOPSIS OF ORDINANCE An Ordinance- approving the awarding of the bid with 
respect to the purchase of smoke detectors for the Fire Department of the 

City of Fort Wayne, Indiana. - 



EFFECT OF PASSAGE The purchase of said smoke detectors will enable the _ 

Fire Department to distribute them to senior citizens (for a nominal charge) 


EFFECT OF NON-PASSAGE Smoke detectors will not be purchased. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Indiana Fire Prevention - 
approximately $35,280.00 ($7.84 each) 


ASSIGNED TO COMMITTEE (President) 


























